Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 ANKARA 01483 280730Z 
13 

ACTION COME-OO 

INFO OCT-01 NEA-05 ISO-OO EB-05 DRC-01 RSC-01 /013W 

063717 

R 271515Z FEB 74 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 2965 

UNCLAS ANKARA 1483 

E.O. 11652: N/A 
TAGS: BEXP.TU 

SUBJ: PREQUALIFICATION APPLICATION FOR ANKARA (IVEDIK) WATER 
TREATMENT PLANT AND PRECHLORINATION STATION 

1. 489/01/T-155 

2. 022674 

3. O. TECE 

4. 489 TURKEY 

5. N 
6A — 

6B. - 

6C. DSI GENEL MUDURLUGU 
PROJE VE INSAAT D AIRES I 
YUCETEPE MAH. I. CADDE 
GULHANE, ANKARA, TURKEY 

7. - 

8. 032274 04:30 P.M. LOCAL TIME 

9. 201 

10. WATER TREATMENT PLANT AND A PRE-CHLORINATION STATION TO BE CON- 
STRUCTED AT IVEDIK NEAR ANKARA. PREPARATION OF ALL DESIGNS AND 
DRAWINGS FOR EQUIPMENT, STRUCTURES, BUILDINGS AND RELATED SERVICES. 
ALSO SUPPLY AND ERECTION OF ALL FACILITIES AND PLANT SERVICES AS 
WELL AS PREPARATION OF TECHNICAL SPECIFICATIONS, FOR CONTRACT 
DOCUMENTS ON CIVIL ENGINEERING CONSTRUCTION WORKS TO BE AWARDED 
SEPARATELY BY DSL 

BOTH WATER TREATMENT PLANT AND PRE-CHLORINATION STATION WILT. 

HAVE A DESIGN FLOW OF 564,000 CUBIC METERS DAY CAPACITY. 

APPLICANTS SHOULD MAIL QUALIFICATION AND WORK EXPERIENCE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 01483 280730Z 

DATA IN ENGLISH DIRECTLY TO DSI ANKARA OFFICE ON NOT LESS THAN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



300,000 CUBIC METERS DAY CAPACITY WATER TREATMENT DESIGN, 
SUPERVISION AND CONSTRUCTION WORKS. ALSO MAJOR WORKS 
PERFORMED AND UNDER CONSTRUCTION TO BE INCLUDED WITH SUCH 
DETAILS AS PROJECT NAME, COST, SCOPE, CLIENT, AND COMPLETION 
DATES, ETC., AS WELL AS APPLICANT S CAPITAL, FINANCIAL 
STATUS, ANNUAL TRANSACTIONS, MANAGEMENT AND TECHNICAL KEY 
PERSONNEL RECORD, ETC. THE SAME INFORMATION IS 
REQUESTED IVEDIK PROJECT. DSI HAS ALREADY AWARDED CONSULTING 
ENGINEERING CONTRACT TO BINNIE AND PARTNERS (UK)- 
MUZAFFER GIZBILI (TURKISH) JOINT- VENTURE WHICH WILL PRESENT 
DRAFT SPECIFICATIONS FOR RENDERING GENERAL CONTRACTING SERVICES 
BY MID-MARCH 1974 TO DSI. 

1 1 . PROJECT TO BE FINANCED BY RESOURCES OF TURKISH GOVERNMENT. 
SPECIFICATIONS WILL BE SUPPLIED TO PREQUALIFIED FIRMS DIRECTLY 
BY DSI. 

MACOMBER 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ANKARA01483 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: ANKARA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974027/aaaaafyn.tel 

Line Count: 78 
Locator: TEXT ON-LINE 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 MAR 2002 by elbezefj>; APPROVED <03 DEC 2002 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PREQUALIFICATION APPLICATION FOR ANKARA (IVEDIK) WATER TREATMENT PLANT AND PRECHLORINATION STATION 
TAGS: BEXP, TU 
To: STATE 
Type: TE 
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